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NARA RG104, Entry 1, Box 121 


[Abstract:] Giving dimensions of Mint at S.F. & N.O. and grounds... 296 
H.G.J. 


Treasury Department, 
Office of the Supervising Architect, 
March 22, 1880 


Col. A. Loudon Snowden, 
Supt. of the Mint, 
Philadelphia, Pa. 


Dear Sir: 

Your favor of the 16th inst. was duly received and in reply to the inquiry contained 
therein you are advised that the dimensions of the San Francisco Mint building are 160’ x 217’ in 
a lot 275’ x 275’ and those of the New Orleans Mint 100’ x 280’ on a lot 200’ x 370’. 

I am unable to give you any information regarding the Mints at Paris & London. 

Very respectfully, 


Jas. G. Hill 
Supervising Architect. 


